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Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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NATIONAL FOREWORD 

This Indian Standard which is identical with ISO 8116-9:1991 Textile nriachinery and accessories — 
Beanns for winding — Part 9 : Dyeing beanns for textile fabrics' issued by the International Organization 
for Standardization (ISO) was adopted by the Bureau of Indian Standards on the recommendations of 
the Dyeing, Finishing and Allied Machinery and Accessories Sectional Committee and approval of the 
Textile Division Council. 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions are, however, not identical to those used in Indian Standards. Attention 
is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker in the International Standard, while in Indian 
Standards, the current practice is to use a point (.) as the decimal marker. 

In this adopted standard reference appears to the following International Standard for which Indian 
Standard also exists. The corresponding Indian Standard which is to be substituted in its place, is listed 
below along with its degree of equivalence for the edition indicated. However, that International Standard 
cross-referred in this adopted ISO Standard, which has subsequently been revised, position in respect of 
that latest ISO Standard has been given: 



International Standard 



Corresponding Indian Standard 



Degree of 
Equivalence 



ISO 1505:1 993 Textile machinery 
— Width relating to dyeing and 
finishing machines — Definition 
and range of normal widths 



IS/ISO 1505:1993 Textile machinery- 
Width relating to dyeing and finishing 
machines — Definition and range of normal 
widths 



Identical 



IS 15384 : 2003 
ISO 8116-9 : 1991 



Indian Standard 

TEXTILE MACHINERY AND ACCESSORIES- 
BEAMS FOR WINDING— DYEING BEAMS FOR 

TEXTILE FABRICS 



1 Scope 

This part of ISO 8116 specifies the terminology, 
principal dimensions and designation of dyeing 
beams for textile fabrics. 

2 Normative reference 

The following standard contains provisions which, 
through reference in this text, constitute provisions 
of this part of ISO 8116. At the time of publication, 
the edition indicated was valid. All standards are 
subject to revision, and parties to agreements based 
on this part of ISO 8116 are encouraged to investi- 
gate the possibility of applying the most recent edi- 
tion of the standard indicated below. Members of 
lEC and ISO maintain registers of currently valid 
International Standards. 

ISO 1505:1982, Textile machinery and allied machin- 
ery and accessories — Dyeing and finishing equip- 
ment — Working widths and nominal widths. 



3 Types of beams 

The following types of beams are covered by this 
part of ISO 8116: 

a) type A — beam without driving hole {see 
figure 1); 

b) type B — beam with driving hole (see ngure2). 

4 Terminology and principal dimensions 

(see figures 1 and 2 and table 1) 

a — fabric width 

/; - nominal width 

c = width of the perforated zone 

d^ ~ overall diameter 

f/p = fitting diameter 

e = radius of pitch circle of driving holes 
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1) The number of stiffening riba depends on the construction, 
length and diameter of the beam. 

Figure 1 — Type A 





Table 1 *~ 


- Principal dimensions 

Values in millimetres 
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In accord- 
ance with 
ISO 1505 
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1) Ttie fabric width- depends on the space require- 
ment of the batching device. 



Dimensions in millimetres 
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NOTES 

1 Driving holes are recommended on both sides of the 
beam. 

2 Dimensions not shown are identical with those on fig- 
ure 1. 



5 Designation 

The designation of a dyeing beam for textile fabrics 
in accordance with this part of ISO 8116 shall include 
the following information in the order given: 

a) "Dyeing beam"; 

b) reference to this part of ISO 8116 (i.e. 
ISO 8116-9); 

c) the type of beam (A or B); 

d) the overall diameter, d^, in millimetres; 

e) the nominal width, h, in millimetres. 

EXAMPLE 

A dyeing beam for textile fabrics, type A, of overall 
diameter <i, = 600 mm and nominal width 
b~2 000 mm is designated as follows: 

Dyeing beam ISO 8116-9 A-600 x 2000 



Figure 2 — Type B 



Bureau of Indian Standards 

BiS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of 
goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director (Publication), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed, it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition by referring to the latest issue of 'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc: No. TX 21 (0471). 
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